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INTERFACE SPECIFICATION 

Sharp EQl ODHO 11 
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INSIDE Technology 

for 686ECD/S 


Document no. DOOl 12-0 

Date: 1997-04-28 

Rev.: 0 


Display type: Sharp LQ1ODHO11 
Cable no.: Not available 

System: 686LCD with + FPUM-1 

Display driver: 640x480 TFT 18 
Status: Not verified 



* = Pin 6, 9, 12, 14, 17, 20, 23, 26, 29, 32, 35, 38, 45 and 50 
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